The Turn Of The Century Electrotherapy Museum 


http://www.electrotherapymuseum.com 


What's New in 2015... 
Part G 





The Greatest Collector Of All-Time: 
Frank Jones (Over 21,000 Files, 1 GB) 
Last Updated: Friday 15 August 2015 


Accutron Clock 
Amerex 

American Tachometer 
Ampere's Rule 
Astatic Galvanometer 
Baby Diamond Scale 
Bakelite Magdeburg Hemispheres 
Batteries 

Battery Chargers 

Belt Tool 

Blasters 

Blood Pressure 

Bone Saw 





Camera Lucida 


Carbon Microphone 
Cautery 


Chain Wrench 

Chem Sets 

Chemicals, Test Equipment, Finishes, Etc 
Chinese Gas Detector 
Chloride of Silver 
Chronoscope 

Circuit Breakers 

Clasts 

Cold Quartz UV Lamps 

Cos and E Meters 

Crookes And Geissler Tubes 


Curling Irons 


Darkerwaters 
Dekatron Skull 


DeMoulin Lung Tester 


Disc Pumps 
Dr. Forster 


Drill Press 

Edison 

Electrical 

Electrical Experimenter 
Electrodes 
Electrostatic Voltmeter 


Ellis Micro-Dynameter 
Engines 


Fans 
Faradic 


Gaiffe Magneto Electric Machine 
Galvanic 


Galvanophon 
Gold Finder 


Green Laser 
Gyroscope - Gyro 








Hearing Aids 

Helinos 

High Frequency Sets 
Hypnotic Crystal Ball 


Ignition Tester 
Induction Coils 


Inhalers 
Ivo Saligar 


Knott Water Motor 


Leeuwenhoek Microscope 
Lighting 

Lightning 

Lightning Arrestors 


Lodge Intensifier 
Luminous Heater 


Luther Electrometer 


Magic Glo 
Magnet Rechargers 


Mcintosh Polysine 
McIntosh Rectifier 





Mecos 

Medical Table 
Mercury Interrupter 
Minifon 

Misc 








Morris Coil Winder 
Obyrne Electroyie 





Oudin Resonator 
Ozone 


People 


Phonographs 
Pillcam 


Planimeters 
Plasma 

Pole Indicator 
Quack 


Queen Microscope 





Radicon Bus 
Radio 
Radioactive 
Railroad 
Rats & Mice 
Shocker 


Smoking 


Spark Gaps 
Static Machines 


Steam 

Stereo Cards 

Still 

Suppository Press 
Surgical Stitcher 
Switchboard Glow Lamp 


Talking Flame 
Tesla 


Teyler Museum 

Toftness Radiation Detector 
Transmitter 

Tubes 


Tuning Forks 





Vacuum Pumps 
Vaporizers & Sprayers 


Venus Fly Trap 
Watches 


Water Filter 
Water Purifier 
Water Spout 
Wavemeter 
Westinghouse 
Writing 


X-Ray Apparatus 
X-Ray Tubes 
X-Ray Accessories 


2015F Archives 
2015E Archives 
2015D Archives 
2015C Archives 
2015B Archives 
2015A Archives 
2014B Archives 


2014A Archives 
2013F Archives 
2013E Archives 
2013D Archives 
2013C Archives 
2013B Archives 
2013A Archives 
2012G Archives 
2012F Archives 
2012E Archives 
2012D Archives 
2012C Archives 
2012B Archives 
2012A Archives 
2011F Archives 
2011E Archives 
2011D Archives 
2011C Archives 
2011B Archives 
2011A Archives 
2010E Archives 
2010D Archives 
2010C Archives 
2010B Archives 
2010A Archives 
2009A Archives 
2009B Archives 
2009C Archives 
2009D Archives 
2009E Archives 
2008A Archives 
2008B Archives 
2008C Archives 
2007A Archives 
2007B Archives 
2006 Archives 

2005 Archives 


